Taizhou Huangyan Yongsheng Mould Co., Ltd 

Taizhou Huangyan Yongsheng Mould Co., Ltd, founded in 2007, 
is located at Zhejiang province china mould town Huangyan. 
Beautiful Preform PET mould surrounding, convenient traffic, 
superior geography location, close to the nearby Hangzhou and 
Ningbo port, we are specializing in the development, Needle 
valve preform molds, various cap molds, automatic flip molds, 
medical injection molds, packaging molds, pipe fitting molds, 
bottle blowing molds, household molds, etc. 


We are adopting the world advanced designing software of 
CAD/UG/VT/ST, and we have had first-class experts and 
production machines. We committed to the shortest possible 
time to domestic and foreign customers with high quality, 
competitive products and services. To provide customers with 
high-quality appearance of mold, and with superior customer 
service to meet the various requirements. 





















Taizhou Huangyan Yongsheng Mould Co., Ltd 

Add:ShiGuiAo industy zoon, Chengjiang, HuangYan, TaiZhou, 

China Zhejiang, China 

Tel: +86-576-84218949/576-84303630 

Fax: +86-576-84118949 

Website: www. ysmou. com 

Email: ysl@ysmou. com / ys2@ysmou.com 



